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Cholera, yellow fever, plague, smallpox, etc. — Continued. 
SMALLPOX— Continued . 
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Current quarantine measures. 

[Report on recent constructions at the quarantine station of Camaran in the Red 
Translation in this Bureau from official report.] 

The committee on construction at the lazaretto at Camaran reported 
the result of its labors on March 17, 1898, and later presented a sup- 
plementary report at the session of the council held August 20, 1898. 
The basis of the report was a statement drawn up by Engineer 
Eoullet under direction of Dr. Stiepovich, secretary of the superior 
council of health, detailed for service at Camaran. This statement 
covered the work executed at Camaran up to May 25 of the current 
year. The work comprised : Six hospitals ; 12 houses for persons of 
rank ; 1 building for machinery, with 1 annex and accommodations for 
engineers, apparatus for distilling sea water, ice plant, steam saw, 
repairing shop, etc.; 1 building for the accommodation of the per- 
sonnel, officers, pharmacy, and for storage ; 5 small houses for lodgings 
for guards ; 1 water tower with ice house in its lower portion ; 1 build- 
ing to accommodate the steam plant, brick, tiles, plaster mill, and 
large storeroom ; 8,000 meters (about) of railway laid ; 2 cisterns cut in 
the rock and reservoirs with a capacity of more than 4,000 tons ; 2 con- 
duits of fresh water which supply the cisterns ; 1 conduit for supply- 
ing fresh water to vessels at the Mervani jetty ; 1 conduit supplied 
from the wells on the main road, with cisterns and niters at the wells ; 
47 pavilions for latrines, with 24 sinks and 94 basins ; 1 steam brick 
and tile plant with drying spaces ; 1 plaster workshop with crusher ; 
inclosed spaces for storage ; lodgings for workmen. 

The lazaretto of Camaran is arranged to receive 4,000 pilgrims at one 
time, but the present buildings and those which it is proposed to erect 
will accommodate 6,000. The following is a brief description of the 
work completed and in place : 

(1) A large structure which accommodates the inspector and physi- 
cians and contains offices, a pharmacy, and a storeroom for supplies. Ifc 
is a brick building on a stone foundation. On the ground floor are the 
offices, pharmacy, and supply department. Above, on the first floor, 
are the apartments of the inspector and the eight physicians, and the 
bathrooms. The building is surrounded by a veranda, forming a cir- 
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cular gallery 3 meters wide, on the ground floor and first story, and 
affording complete shelter from the sun. The plan of construction 
adopted secures perfect ventilation and prevents suffering from heat. 
To the northeast of the building is a pavilion containing latrines. 

(2) Five small brick buildings roofed with wood and tiles, each being 
9 meters in length and 4 in width. Two of these buildings are used, one 
as a workshop for the manufacture of cement blocks, the other for the 
manufacture of sewer pipes. The first contains a hydraulic press, the 
second molds and models for tubing. 

(3) Machine house. This building is 25 meters long by 20 wide and 
12 high. It is constructed entirely of stone, the walls being 0.80 and 
60 centimeters thick. The roof is iron, covered with brick. Ventila- 
tion is so carefully provided for that the temperature in the sections 
containing the distilling apparatus is lower than in the offices. On the 
south side of the building is an annex, 10 meters long by 7 wide, con- 
taining a "Mirrless" generator, a forge, and a repair shop. The ma- 
chines are installed on the ground floor of the building, and comprise a 
refrigerating plant, pressure pumps, condenser, receivers for fresh and 
sea water, for use in condensing sulphuric acid, apparatus for the dis- 
tillation of sea water (yarrand), a De Eaeyer generator, a steam engine 
of 40 horsepower, a pump for feeding the two water receivers, and a 
steam saw. All the plant is worked by a transmitter set in motion by 
the motor .attached to the ice plant. The kitchen opens on a wide and 
airy corridor. On the east and west fronts is a veranda 2 meters wide. 
On an elevation of 5 meters on the north front is a magnetic filter, 
through which water passes to the conduits. In the courtyard of the 
machine house is a small structure to receive kitchen refuse. 

(4) A stone building constructed on a small hill overlooking the 
machine house and serving as a water tower and ice house. It contains 
8 reservoirs of fresh water of 140 tons capacity and an ice machine of 
60 tons capacity. The building is 16 meters long by 10 wide and the 
walls are more than 3 meters thick. All the buildings at Camaran are 
whitewashed as a protection against contact with the air, which would 
otherwise disintegrate the brick and stone. 

The delegate of England, Dr. E. D. Dickson, protested against the 
establishment of a bacteriological laboratory at Camaran not only on 
account of the expense which it would entail but because in the present 
status of our knowledge of bacteriology a laboratory of bacteriology 
would in many cases furnish diagnoses at variance with the clinical 
symptoms observed and thus embarrass the regular course of restrictive 
measures in force at the lazaretto. 

BARBADOS. 

Quarantine measures in West Indies against smallpox and yellow fever. 

Barbados, October 1, 1898. 
Sir : I have to report as follows : 

(1) This colony has imposed quarantine against the whole of Vene- 
zuela, and in addition, quarantine is in force here against Bahia, Cuba, 
Para, Eio Janeiro, and Santos. 

(2) Guadeloupe has imposed a quarantine of nine days against Puerto 
Eico and New Orleans for yellow fever. 

(3) The Leeward Islands have imposed quarantine against Laguayra. 

(4) St. Thomas "has imposed a quarantine of fifteen days against Mar- 
garita for smallpox, and five days against Vera Cruz and Tampico 
(Mexico), for yellow fever. 



